On cross-examination, Mr. Bondra stated that there was
an unusual amount of water present in the section, that the
pumps are used to pump water, and that he did not inquire
as to the availability of a permissible switch on any other
section because "the other sections probably wouldn't have
one.  There is no water in the other sections" (Tr. 186) .
He_confirmed that while he could have taken the nonpermissible
switch off the pump before leaving it where he did, he did
not do so.  He conceded that this may have made it easier
for the next foreman to replace the nonpermissible switch
with a permissible one, but he declined to do so because
he is not a qualified mechanic.  Even though a mechanic was
present on his shift who could have done the work, he did not
have him remove the nonpermissible switchbox (Tr. 187) .

Mr. Bondra did not know whether the oncoming foreman
actually reviewed his "call out report," and he confirmed
that his signature is not on it.  Since Mr. Bondra was not
present on the ensuing shift, he did not know how the permissible
switch was installed.  He stated that he did not tag the plug
out when he unplugged it from the power center, nor did he
ask anyone else to do it, because he was called away to
attend to a problem with the mining machine and "I let it
slip my mind" (Tr. 189) .  Mr. Bondra stated that in addition
to Mr. Mitsko, he also informed the section maintenance
foreman Greg Furey about the need, for a new permissible switch,
Mr. Bondra also indicated that the "call out report" is
initially made to Mr. Furey before he calls out to make his
report (Tr. 189-190) .  He confirmed that his report to Mr. Furey
and the "call out report" are two separate reports because
he does not know if Mr. Furey actually makes a notation of
the report made to him on the section (Tr. 190).

In response to further questions, Mr. Bondra stated
that he first learned about the citation from his brother
later on the evening of June 1, 1983, but did not contact
Inspector Smith to explain the circumstance to him.  However,
he did contact Mr. Skvarch and discussed the circumstances
with him (Tr. 193) .  Mr. Bondra also indicated that he did
not tell oncoming shift foreman Mitsko that he had dragged
the pump and switch up the entry and left it at the location
where it was found by Inspector Smith because there was not
enough time to discuss it with him between shifts.  However,
he did speak with him after the citation was issued and
Mr, Mitsko told him that he "had been raked over the coals
with the inspectors" (Tr, 197).  When asked whether Inspector
Smith was wrong in assuming that the pump and switch had
been used, Mr. Bondra answered in the affirmative and he
explained that such switches are normally hung up or placed
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